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PAGE 01 WARSAW 05102 061559Z 
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ACTION OES-05 

INFO OCT-01 EUR- 1 2 ISO-OO SMI-01 ABF-01 AGR-10 CIAE-00 

COME-OO DODE-OO DOTE-OO EB-07 EPA-04 FSE-00 HEW-06 

HUD-02 INR-07 INT-05 LOC-01 NASA-02 NSAE-00 NSF-02 

OMB-01 TRSE-00 H-02 A-01 /070 W 

100340 

R 061517Z AUG 75 
FM AMEMBASSY WARSAW 
TO SECSTATE WASHDC 6545 

UNCLAS WARSAW 5102 

E.O. 11652: N/A 
TAGS: OSCI, PL 

SUBJECT: U.S.- POLISH SPECIAL FOREIGN CURRENCY PROGARM: POSSIBLE 
VISIT OF REPRESENTATIVE SIDNEY R. YATES 

1. THE EMBASSY HAS RECEIVED A REPORT THAT THE HOUSE APPRO- 
PRIATIONS COMMITTEE HAS REJECTED THE SMITHSONIAN SFCP 
BUDGET REQUEST FOR FY76. WE WOULD APPRECIATE CONFIRMATION 
OF THIS REPORT AND ANY FURTHER INFORMATION ON DENIALS 

BY THE HOUSE COMMITTEE OF SFCP REQUESTS FOR OTHER AGENCIES 
ACTIVE IN POLAND. 

2. FYI: REPRESENTATIV SIDNEY R. YATES, A MEMBER OF THE 
HOUSE APPROPRIATIONS COMMITTEE, MAY VISIT POLAND 

ON OR ABOUT AUGUST 15. WE UNDERSTAND THAT REPRESENTATIVE 
YATES OPPOSED THE SMI SFCP 
REQUEST. END FYI. 
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